DART AEROSPACE LTD 
Work Order: 


Description: Fwd Sediment Bowl 
Part Number: 
D4125-1 


Inspection Dwg: D4125 
Rev: E 
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INSPECTION SHEET 


Drawing 


Dimension 
Tolerance 
Actual 


Dimension 
Accept 
Reject 
Method of 
Inspection 
Comments 


0.14. 
+/-0.030 


0.26 
+/-0.030 


0.20 
+/-0.030 


0.20 
+/-0.030 


6.23 
+/-0.030 


3.56 
+/-0.030 


2.61 
+/-0.030 


0.25 
+/-0.030 


0.25 
+/-0.030 


11.87 
+/-0.030 


0.3 \ 
+/-0.030 


6.01 
+/-0.030 


11.98 
+/-0.030 


0.06 
+/-0.030 


0.43 
+/-0.030 


2.18 
+/-0.030 


7.156 
+/-0.005 


00.257 
+0.006/-0.001 


1.37 
+/-0.030 


00.3481 
+0.006/-0.001 


2.99 
+/-0.030 


0.30 
+/-0.030 


Measured by: 
Checked by: 
QC Inspector: 


Date: 
Date: 
Date: 


Engineering Approval: 
Date: 
(If necessary) 


Rev 
Date 
Change 
Revised by 
Approved 
A 
12.09.26 
New Issue 
KJ 
B 
15.07.23 
Dwg Rev updated 
KJ 
( \ 
C 
17.07.13 
Dimensions updated per Dwg Rev E 
KJ 
o V ' \ 
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